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is E. Hicks. 
Maps, dispatcher: 
Receding-string reels for dispatcher maps.................... ; 
A. A. Brown. 
‘Retracting strings for fire-dispatching maps............... : 
Paul M. Wentworth. 
Type of mapboard and pormaten for dispatcher use 
RN oa sands cicnebacdidpbiieansoensonsisnin ieiees 
Lawrence W. Zach. 
Markle, M. G.—Harder shoes for the hard trails.................. 
Marsh, John T.—Cooperation in fire suppression.................... 


Marsh, S. H.—Emergency fire plan for the Eastern Shore 
al races ieenichidbeassmictieunbinibaninadionsiinaciesioorn 
I oo sla ss ccacneusncneasensanswoesenaeaee ay 
Edward M. Howell. 
Matthews, Donald N.—Effect of size of crew on fire-fighting 
a Tate hacks ioncesiasnae cn Sacaioeimtinis eareuncinneabembanatinabeiaitinestce 
Matthews, Donald N. and Campbell, J. F.—Fire-danger 
silt aaa diaaicldtiennihehscpadietelasuoiaaetaiiesaiint 
Mays, L. K.: 
Scouting as an essential part of fire suppression............ 
Visibility mapping from panoramic photographs as 
I iar seaainanneliennsaiebnanasieniintion 
Mays, L. K., and Wernstedt, Lage—Further progress in 
dropping supplies from planes........................-.-..c0:-s-s00ceeeeeees 
McCord, Paul P.—Streamlining the R-2 fire-danger meter... 
McGuire, C. C.—It can happen here and there..................... 
McLaren, John—Fire cooperation in Region 2—The begin- 
saa sein oc tedpdnecenicedaanseninunbinit 
i Is anios en nnowauenrabednineenhnienbeebbinenes 
Allen S. Dakan. 
McNair, John W.—The fire warden system in Virginia...... 
McNaughton, V. B., and Conarro, R. M.—Accent on youth.. 
McReynolds, Kenneth P.—Speeding up fire-line construc- 
tion by the one-lick method ....... 
McVey fire, Lessons 9f the—Black Hills National Forest... 
A. A. Brown. 
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Melrose, George P.—Something new in pumps......................-. 
Mendenhall, M. B.: 
I ik ate nies aScmnnckabacesnnsenioon 
One way to supplement fire control inspection................ 
Suggestions on construction....... Seat cia haihcidethecatiaaaciicads ces 


Mendenhall, W. V.—Who did it first and did the Angeles 
develop pictures during the flight?.................0..002.0-0..-.-.... 


Merrill, Fred B.—County newspaper support.......................... 


Mesavage, Stanley—Fire prevention in Pennsylvania 
I acces casas hhcsuricoipcdsetnnchasinincssbisviiiies saad codiamoioan ae 
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Meters. (See Danger meters.) 
Methods. (See Suppression methods.) 
Miller, Vondis E.—Airplanes and fog on the Green Moun- 
tain fire, Olympic National Forest 
Mills, Fred C.: 
Boy Scouts and American forests......................22...:--00----+ 
New practice in burn treatment...........................-200c-e00-0+ 
Mitchell, Glenn E.—Early airplane supply in Region 6 
Mitchell, J. A.: 
Fire-dispatching guide for use in the Lake States, A.... 
Rule of thumb for determining rate of spread 
Moessner, Karl E.: 
Consistent plotting of additional coverage...................... 
Dispatcher’s distance, A—Fire-perimeter scale 
Seen-area mapping—an improved technique.................. 
TOMSCOMIE Signts TOP 1OGKOUWEL..................csceecessesseseseceoseccses- 
Time space scale, an aid to transportation planning... 
Monahan, Robert S.—Recreation groups on the fire front...... 
Moran, Wendell—An aid to alidade orientation................... ' 
Morris, William G.: 
Comparison of 1-, 2-, 4-, 6-, and 8-minute aneuy 
can casutai ns icistotdiennesneneseuarsckinaonbadenndiesines 
Pe ie I ac ccc cess casonesesesncescnicncacennes 
Morriss, Donald J.—Florida’s one-man fire crew.................. 
Motl, Laurence F.—Aviation and Wisconsin forest protec- 
tion SoA ace acca cecaituinin dan eainlb Biesemaciish wnkidce egioiind uaa Wiese aniaanactecaies 
Mullin, George B. P.—Fire prevention in the Eastern Re- 
I EE WIN opin cactkilicinc pa aiassoaaopavuan nkniabodad<cndhsdeesdatedaniobioededes 
Munro, Robert—Fire suppression ..................--..c---sceceeeeceeseees 
Nance, Marion N.—Devices for computing suppression cov- 
ase ahaha Raise Sate acces tance ind enlace apes blacaliasaridisak 
National Park Service—Forest-fire danger warning posters 
Nelson, M. M.—One-lick method on the Cedar Camp or 
I io cha hcns occpcasd is Addi acesaneiclacihincs nadine doneanbicina ers 
Nelson, Neal D.—Fire hazard reduction, an instrument for 
desirable forest protection and management....................... 
Netsa NEFE news—Forest fires ~.............20..2..-200:-:seccseeeeeeeeeeees 
New York’s got rhythm 
Roy Headley. 
Newspaper, support of county 
Fred B. Merrill. 


‘Nichols, Geo. L., and Varner, I. M.—Possibilities in peri- 


I NN i aaa ca So cain cdc occ Gnimmpanctansbidenewoenion 
Night work—Portable light for night crew work 
H. R. Ewing. 
Nordwall, D. S.—Spread of cheatgrass increases fire hazard 
North winds and national forest fires.................20......ccseeeeeeeee 


Show. 
Nozzles: 
Better nozzle for back-pack pumps, A.............................- 
F. W. Funke. 
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Ottawa National Forest. 
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i cst aclemaorenaeebcnome 
E. A. Grant. 
Ockerman, John W.—Mapping activities of the Wisconsin 
CCOMBOTVRRION TIGRE EEIOTE .........<.00ccnercercessoce~-ccssnsessesevecsonnee 
Oettmeier, W. M.—One-way versus two-way radio com- 
I casa tiesapeclipeuciobnce 
Oklahoma Division of Forestry—Oklahoma fire line plow... 
Olsen, C. F.—Analysis of the Honey Fire, An........................ 
One-lick method : 
Developments in the one-lick method........................-...------ 
J. F. Campbell 
Neen i ceanpeien 
7 C. F. Ritter. 
One-lick method on Cedar Camp (or Chetco) fire......... 
M. M. Nelson. 
One-lick method on the Chippewa, The 
Chippewa National Forest. 
Speeding up fire-line construction by the one-lick 
a cariguiipaticanntncinttbin 
Kenneth P. McReynolds. 
Ontario, Canada, forestry branch, lands and forests—For- 
i a sar och sn sumautoannsaphenipabarticoncoiouns 
Oregon-Washington council plans campaign to reduce for- 
Neen sti ociasctinabesiesniesanniinacdehinens 
RE ON a secensesinoesesesenncvice 
George H. Schroeder. 
Orr, Samuel W.: 
a ES 
Routt pump accessory pack, The.........................---..------- 
Rust-preventive treatment for field cache tools, A....... 
Ottawa National Forest—Long fire-hose nozzle.................... : 
a caicd Satta aan dicen cseonetciccunticonameisinne 
Overhead—tTraining overhead for suppression work 
Lee P. Brown. 

Pack, The Routt pump accessory 
Samuel W. Orr. 
Paddock, W. R.—Dogs as a fire-prevention tool in the South 

Parachute-jumping: 
Air infantry and smoke-jumpers.........................-....-------- 
— report on the parachute-jumping experiment 
odwin. 
Wings > ant parachutes over the national forests............ 
oy Headley. 
Paul, Bernard H.: 
Application of panoramic photographs in locating for- 
a 
a I i ccsah iisicbnicshechecnosnnsovoceionerns 
rae, Scott—Uncontrolled blueberry burning is unjus- 
Paullin, R. C.—Test smokes 
Perimeter : 
Dispatcher’s distance—fire perimeter scale, A 
Karl E. Moessner. 
Perimeter of fire, method for measuring. 
Geo Byram. 


Periscopes : 
were in: periscopic’ detection... 2.2... eee eee 
I. M.. Varner and Geo. L. N: chols. : 
Shafer peak a acon 
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Perkins, Neil L.—Portable flame thrower, A...................--..0+-+- 
Phillips, Roy A.—Aspect of the fire-control job, An................ 
Photographs: 
Application of panoramic photographs in locating for- 
I oii cpakouds us ceepacebacicawihintinobwacesenes 
Bernard H. Paul. 
Enlarged photographs in fire training.............................. 
J. K. Blair. 
(See also Aerial photography.) 
Planning: 
Bear Valley ees plan, The 
H. Robert Mansfield. 
“Block Data” fire plan, The 
. C. Howard. 
Emergency fire plan for the Eastern Shore of Maryland 
S. H. Marsh. 
Letter of Acting Chief C. M. Granger..........................--+- 
Plan in chart form for the placement of the presuppres- 
aon sso ncceneiicandonameiianes 
. G. Hopkins. 
Planning basis for adequate fire control on the south- 
ern California national forests, A........................--.-2+- 
S. B. Show, C. A. Abell, R. L. Deering, and 
P. D. Hanson. 
Report of fire-planning conference, Nov. 19-Dec. 9, 1936 
William G. Morris. 
Plotting of additional coverage, Consistent........................02+- 
Karl E. Moessner. 


Plows: 
I acta cachaassdeiensseenanbiclanbinos 
Louisiana Division of Forestry. 
Florida’s one-man fire crew 
Donald J. Morriss. 
Herbert fire plow, The 
. A. Snow. 
as wala eninns eae pninandtn 
Oklahoma Forestry Division. 
— to be considered in designing or developing fire 
ale Re aah ii koe os cae aclu daghbcoe ntaie condeeieca donut 
Pomeroy, Kenneth B.—Loading arrangement of fire truck.. 
Post, Urban J.: 
Statement on Blackwater fire in Shoshone National 
I cogil aad dail ta Eid onsh duckccbiadaicesnsbouacoiasobalinieis 
Warden and cooperator training....................--..:-.:sess+10-- 
Posters, Forest-fire danger warning 
National Park Service. 
Power-line fires in Region 5 and their prevention 
C. A. Gustafson. 
I i I each ciciccntici erections 
Fred W. Funke. 
Powers, F. E.—Data on plane, truck and packstring trans- 
II oo klla useic cae nasa ceidsxsteakhanne cutee gibdii Ainbansisambanicecsds 
Pratt, Merritt B.—California suppression trucks.................. 
Presuppression: 
Plan in chart form for the placement of the presuppres- 
i I Bisse Sasiscesscraconcasscisdedivctniucesbeteastinniin 
H. G. Hopkins. 


195 
209 


110 
198 


137 
25 


338 
79 
43 

351 


22 
108 


308 
183 

96 
324 
361 


95 
296 


198 


19 


Issue 
July 1941 
Apr. 1941 


Apr. 1939 
Apr. 1941 


Oct. 1941 
Oct. 1941 
Jan. 1942 
Mar. 1937 
Oct. 1941 


Jan. 1941 


Mar. 1937 
July 1939 


Jan. 1940 


Sept. 1937 
Apr. 1941 
Jan. 1940 
Sept. 1937 


Dec. 1936 
Jan. 1937 


Sept. 1937 
Oct. 1941 
Apr. 1941 
Sept. 1937 
Dec. 1937 


Apr. 1941 
Aug. 1937 


Oct. 1941 








20 INDEX — FIRE CONTROL NOTES 


Presuppression—Continued 


SP URINIINND SEND, Bi nian cnecies ocicsesecvincnecestavicsosecos 
George M. Jemison. 

Study of the volume and location of the fire load and 
the determination of an effective presuppression or- 
I NI cach cea benietincionncivonaeivesos ; 

P. D. Hanson, I. C. Funke, and E. L. Turner. 


Prevention: 
Check on fire-prevention methods, A 
G. L. Fraser. 
Cooperative fire prevention ....... 
Paul K. Taylor. 
Dogs as a fire-prevention tool in the South. 
W. R. Paddock. 
Fire prevention in the Eastern Region “hot spot” 
George B. P. Mullin. 
Fire prevention in Pennsylvania schools. 
Stanley Mesavage. 
Good prevention idea........... 
Prescott National Forest. 
Highway fire-prevention signs ....................-...--:-ssc---esesee0: 
Ear! Tennant. 
Intensified fire-prevention program, An....... 
A. B. Larson. 
Law enforcement as a prevention measure 
G. L. Fraser. 
Power-line fires in Region 5 and their prevention. 
C. A. Gustafson. 
Record of prevention progress. 
Region 8, Forest Service. 
Science Service features prevention projects........... 
Summary of fire prevention problems and status of 
UNTO sec cciscccncccceccticeccssssécisec cen 
George M. Jemison. 
Tallmeter, The ............. 
Fred B. Merrill. 
What’s wrong with fire prevention 
H. J. Turney. 
Why stop them?..... 
Region 9—Daily Contact. 
Priest River fire meeting, The........ 
Kenneth P. Davis. 
Progressive step-up organization . 
Fireman’s Guide. 
Protection: 
Aviation and Wisconsin forest protection 
Laurence F. Motl. 
Cooperative protection areas in Wisconsin. 
L. E. Brackett. 
Field of forest-fire protection, The........ Siti ictal 
John R. Curry. 
Fire hazard reduction, an instrument for desirable for- 
est protection and management......................00.....0000--- 
Neal D. Nelson. 
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Publicity: 
County newspaper support...... 
Fred B. Merrill. 
Fire news broadcasts to forest officers with public con-' >! 
I hice cis dh eiecaswanerncbevbeannanechchonsboavion 
Albert E. Straub, Jr. 
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Pumps: 
ranking device for Pacific pumper...........................-...--- 86 Jan. 1939 
Chippewa Forest. 
Cypher wl rated pick-up fire pumper, The............ 108 July 1942 
Ralph D. Cypher. 
POPORE TIPO-TAAINEE DUTIID .q..<.-oc0eoscecoenseonncevecnsesesscsserseeses 11 Jan. 19389 
Forestry branch, Department of Lands and For- 
ests, Ontario, Canada. 
Fuel containers for portable pumpers.........................--.+- 397 Dec. 1937 
K. M. Macdonald. 
Fuel feed. UE TI MUD III. on oicensevnsecscosesepscocnszcoes 19 Apr. 1939 
Benjamin A. Wiley. 
Power pump accessory Dox. ...................-......-2....<esc-sseses-ceee 33 Apr. 1939 
R. G. Settergren. 
Recording pumper data on a topographic map................ 18 July 1939 
J. Carlisle Crouch. 
Routt pump accessory pack, The................2......:-:cceee-eeeee- 104 July 1942 
Samuel W. Orr. 
Simple pick-up barrel and pump outfit.............................. 109 Apr. 1941 
W. E. Anderson. 
GROURRIRINNE WAT FOE UI saison. sss n sc cecevecessedonecsecense 13 Jan. 1942 
George P. Melrose. 
TOW NS TID GE OIG. gana issn sn nics sceccsincicccccsens 192 Oct. 1940 
PURONS WE TID COEOE TOGOG, .. 50a cnsccccscciesccesscecccccondneseserescene 3 Dec. 1936 
Roy Headley. 
re I cca cle esses cinco ctasicciornceeenn { 295 Aug. 1937 
1. 899 Dec. 1987 
Rachford, C. E.—Forest fires in Europe.....................2...20-000--- 105 Jan. 1937 
Radio: 
Fire news broadcasts to forest officers with public con- 
I dacs cea sant sex sacceeaansdaudncdaihascsvaondenieeidinensnakors 138 July 1941 
Albert E. Straub, Jr. 
Forest radio plays vital fire role-......................:--c000c--e0e0+- 19 Dec. 1936 
Oregon news release. 
Forest Service radiophone equipment.............................. 197 Apr. 1937 
A. Gael Simson. 
General plan for the use of radio on fiTeS.......-e-..e--ccsee--- 347 Sept. 1937 
A. K. Crebbin. 
Push-button-tuning I WON Bais oss sancen casacicceskceas 37 Jan. 1942 
Radio equipment bulletin. 
Radio and forest fire control in Florida........................---- 243 Aug. 1937 
H. J. Malsberger. 
Radio communication on the Washakie National Forest 35 Jan. 1942 
Roy L. Williams. 
Radio communication, one-way versus two-way............ 265 Dee. 1937 
W. M. Oettmeier. 
Radio frequency. (See Random news notes, radio) 
Radio in 4 pee NN a titiehl ck sete sietccacseenciioiadicns 190 Oct. 1941 
. R. Dahl. 
Radio interference .............. cde tie teak cdinbetaaaadationans sda igcanc 249 Aug. 1937 
A. Gael Simson. 
Radio, notes on new equipment......2...00....00...ceeceeeeeeeeeeenee 363 Dee. 1937 
A. Gael Simson. 
Pe is ca ccwinss hada htcsotancenten 143 July 1941 
Clarence Johnson. 
Radio redesign. (See Random news notes, radio.) 
Random news notes from the Forest Service radio 
IU a a ee 14 Oct. 19389 
19 Jan. 1940 
67 Apr. 1942 
Recent additions to Forest Service radio equipment...... 25 Jan. 1939 


A. G. Simson. 
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Radio—Continued é Issue 


Reducing fire suppression costs with radio communica- 


tion Apr. 


Waldo M. Sands. 


Region 4 plane-to-ground radio communication............. Oct. 


Francis Woods. 


ane ain all cet cia satltelesamaoniae Dec. 
: . 1942 


Horton. 
Use of types SV radio installed in automotive equipment 
Woods. 
Railroad Se 
Prevention of railroad fires on the Cabinet National 
Forest ...... ‘eae ! 
A. H. Abbott. 
Railroad fires 
C. A. Gustafson. 
Railroad fires—a challenge ................... 
A. H. Abbott. 

Rasmussen, Boyd L., Anderson, Rolfe E., and Church, Verne 
V.—Adapting advanced principles of organization and 
fire-line construction to CCC suppression crews... 

Rate of spread: 

Determination of the rate of spread of fire in the south- 
ern Appalachians . 
George M. Jemison. 
Rate of spread, rule of thumb for determining 
J. A. Mitchell. 
Rations: 
A more “eatable” emergency ration 
M. A. Benedict. 
A Sierra ration and equipment outfit 
Ralph L. Cunningham and Wesley W. Spinney. 

Recreation I Se HI os iceessicensccnisiniseesstnsceoicnwess ; 

rt S. Monahan. 

Region 1: 

Elapsed-time calculator 
“Everything else out on fire” 
Two well-won tréspass cases 
Region 4: 
Aerial delivery of hot food on the line 
Region 4 plane-to-ground radio communication 
Francis Woods. 
Region 5—Ax handle treatment. 
Region 6: 
Equipment in Region 6 (progress) 
Special issues of Fire Control Notes for Cooperators.... 

Region 8—Record of prevention progress 

Region 9—Why stop them? (Daily Contact) 

Reinhardt, Robert E.— Comment on “The Stathem fire 
finder disc” article (July 1940) 

Relief crews, provision for 

Cc. C. McGuire. 
Reports: 
Fire reports, errors, headaches, and the law of dimin- 
ishing returns 
Roy Headley. 
Reports (accuracy in) 
B. Mendenhall. 
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Research: 
Fire research in the lower South..........................--cssseseee- 


; arper. 
Review of cpalilienes and accomplishments in fire con- 
III... cnacassansaneaenneoiiiosinimasadlipicindabiheneses 
H. T. Gisborne. 
Reynolds, R. R., and Bruce, David—Check of Central States 
I I oi cseccscscecnsrexconmiendcatnnancesinasanerneautitnenieacaes 
Rice, Thomas A.—Trail tractor and trailmobile...................... 
Riebold, R. J.—The fire control training handbook, south- 
EES AE EIS, SEL RE TOP ae REET KT Cae 
Risk—Is the hunter a special fire risk?............. spate used hceadid 
J. E. Hanson. 
Ritter, C. F.: 
Mechanized line construction .......................2.2...cc--ee00-0ee- 
I I I 3 ss casts acscaieduidannantebiacionbelgiaananions 
Ritter, J. E.—An improvised fire-hose brush .........................- 
Roads: 
BPC ON OE DITO II angie cscs once cceesccesscececseeee 
C. J. Buck. 
Tractor trails versus horse trails..........................:.seeeeee00+- 
C. S. Cowan. 
Robinson, Lester D.—More about burros........................--:.--+++- 
Roe, A. L.—Cooperative meadow burning........................--..---- 
Rowland, H. B.—A fire control training map.......................... 
Rust-preventive treatment for field cache tools, A................ 
Samuel W. Orr. 
Sands, Waldo M.: 
mens fire suppression costs with radio communica- 
a a a 
Truck tool box and stalls solve fire-tool cache problems 
Be sa cise ciecsccnicesssnaecaniscnnierctaninpeentcetoeioss 
G. W. Duncan. 
Schroeder, George H.—Oregon’s “Red Hats”’........................-- 
Science Service features prevention projects.......................--. 
Scott, M. R.: 
High and low fire costs by regions....................-....---00------ 
National forest fire control costs...................--.-.:-s:000--+00+-- 


‘Sedgwick, K. G., and Macdonald, K. M.—Hose scrubbing 


a a I 


Separating the good people from the careless.......................... 
A. G. Lindh. 


(See above article.) Lindh’s proposals call for a test............ 
John P. Shea. 


(See above article.) More comments on Lindh’s scheme........ 
P. Brown. 


Settergren, R. G.—Power pump accessory box......................- 


Shank, H. M.: 
Airplane versus mule and truck transportation............ 
GEEOHO BHGOM GOUT MTR UONG.......5.00..0ncesessoscesscasscevesesessereeess 


Shasta experimental forest—Fire behavior studies on.......... 
John R. Curry. 


Shea, John P. Lindh’s proposals call for a test........................ 
Shoemaker, Theodore—Held-line production .......................... 


Shoes for the hard trails, Harder....................................00...... 
M. G. Markle. 
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